Message 


From: Kenn Hannah [kenn@oit.umass.edu] 

Sent: 8/10/2010 12:00:10 AM 

To: rsimpkiss@ureach.com 

CC: Byrne, Eric [Eric.Byrne@state.ma.us]; 'Lobik Stephen' [slobik@facil.umass.edu]; Taugher, Helen (DPH) 

[Heien.Taugher@state.ma.us]; Hanchett, James (DPH) [James.Hanchett@$tate.ma.us]; Pocsik Mark 
[mpocsik@facil.umass.edu] 

Subject: Re: RE: DPH server move 


I'll be there to move the T-l when you're ready. 

Kenn Hannah 
Switch Engineer 
Umass Amherst 
413-545-3095 

Quoting Robert Simpkiss <rsimpkiss@ureach.com>: 

> al1 set be there by 8 30 

> Robert Simpkiss JR 

> RGS Communications Inc., 

> 21 Wi1braham St. Suite 102 

> Palmer, MA 01069 

> 413-283-2882 ex 111 phone 

> 413-283-5436 fax 

> 

> 

> 

> 

> - On Mon, 9 Aug 2010, Byrne, Eric (Eric.By rne@state.ma.us) 

> wrote: 

> 

> Al1 set. I'll be there by 8:30. 

> 

> _ 

> From: Lobik Stephen [mai1 to:si obik@faci 1 .umass.edu] 

> Sent: Monday, August 09, 2010 1:08 PM 

> To: Byrne, Eric (DPH); rsimpkiss@ureach.com; kenn@oit.umass.edu 

> Cc: Taugher, Helen (DPH); Hanchett, James (DPH); Pocsik Mark 

> Subject: DPH server move 

> 

> 

> Eric, Bob and Ken, 

> 

> Pi ease confirm you are al1 set to move the server and related 

> equipment tomorrow starting at 9:00. 

> 

> Thanks, 

> 

> Stephen 

> 

> Stephen Lobik 

> 

> Capital Project Manager 

> 

> Faci1ities & Campus Pianning Divisi on 

> 

> University of Massachusetts 

> 

> (T) 413-545-6516 

> (O 

> 

> (F) 413-545-3684 

> 

> slobik@faci1.umass.edu 
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